From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Larry Keith <KQ4BY@IX.NETCOM.COM> 

Subject: $75K Boatanchor Deal.. 

Message-ID: <31F7C8ED.B92@IX.NETCOM. COM> 


Shucks, it can be done.. 


If all 400 listmembers kick in $187.50 plus shipping, we can buy this 
whole lot... 


I nominate Don Merz to go check it out.. Of course, he is probably 
already on an airplane.. 8=) 


133 


Larry, KQ4BY 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: "William D. Lambert" <blambert@interpath.com> 
Subject: Ameco AC-1T 

Message-ID: <31F854A8.337@interpath.com> 


I am looking for an Ameco AC-1T novice transmitter that was sold in the sixties. 
If anyone has one available please let me know. 


Thanks, 


Bill - AK4H 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: joe.selkregg@amail.amdahl.com 

Subject: Another unidentified receiver 

Message-ID: <mOujfXL-QOOOBNC@juts.ccc.amdahl.com> 


A friend of mine recently purchased a large WWII vintage receiver that is 
missing it's name plate and we would like to know what it is. 


The front panel has a strong resemblance to the RCA RBA/B/C series but unlike 
them, the panel is made of one piece of aluminum and contains a built in 


speaker (original unmodified). 


The set is about the same size as an RBA/C/D but is meant to be rack mounted 
and has a built in power supply. The chassis has top and bottom covers. 


The set has the original gray paint and is painted inside and out, even the 


I.F. cans. There are no anchor stamps or other military markings. Makes me 
suspect that it is an RMCA set. 


Coverage is 1.5 Mhz to 30 Mhz. There are controls for sensitivity, audio gain, 
BFO on-off, BFO pitch, selectivity wide-narrow, band change (four bands), 
tuning, Ant. trim. 


There are thirteen tubes and the line-up is as follow: 5U4, VR150, 6V6 or 6K6, 
6H6, 6SH7, 6SA7, 635, 6SQ7, 6SIJ7 and 4 6SK7s. 


There is no meter of any kind in the front panel. 


If anyone on the list was at the Foothill meet in northern CA. a few weeks 
ago, I am sure you will remember this set. 


Any information would be appreciated. 
Joe Selkregg 


joe.selkregg@amail.amdahl.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 

From: Bill Strangfeld <bstrang@iac.net> 

Subject: Re: Another unidentified receiver 

Message-ID: <Pine.SUN.3.91.960726085749 .801B-100000@wabash.iac.net> 


Sounds like a DAQ direction-finding receiver I used to have. Someone 
told me it was part of the huff-duff (high frequency direction finder) set 
from WWII but that was unconfirmed. 


73 
Bill Strangfeld 
bstrang@iac.net 


On Fri, 26 Jul 1996 joe.selkregg@amail.amdahl.com wrote: 


A friend of mine recently purchased a large WWII vintage receiver that is 
missing it's name plate and we would like to know what it is. 


> 
> 
> 
> The front panel has a strong resemblance to the RCA RBA/B/C series but unlike 
> them, the panel is made of one piece of aluminum and contains a built in 

> speaker (original unmodified) . 

> 

> 

> 


The set is about the same size as an RBA/C/D but is meant to be rack mounted 
and has a built in power supply. The chassis has top and bottom covers. 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: integrat@usr.com 

Subject: Re: Another unidentified receiver 

Message-ID: <1F8D0E60.3000@usr. com> 


It sounds like a Signal Corps BC-1147-A (p/o SCR-502-A) or a Navy 
NT-46194-A (p/o DAQ). They are very similar Federal receivers used for 
HF direction finding work. Both were fairly complex sets, with an 
external CRT unit to indicate the bearing of the received signal. If 
your unit has thumbscrews all around the front, it is a Navy box, but if 
it is a true rack-mount unit, it is a Signal Corps box. 


William Donzelli 
integrat@usr.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: Walt Novinger <waltn@earthlink.net> 

Subject: Re: Another unidentified receiver 

Message-ID: <2.2.32.19960726215815 .006a4184@earthlink.net> 


At 12:35 AM 7/26/96 -0500, you wrote: 

>A friend of mine recently purchased a large WWII vintage receiver that is 
>missing it's name plate and we would like to know what it is. 

> 

<snip> 

>Any information would be appreciated. 

> 

>Joe Selkregg 


Joe, 


Is one of the metal tubes installed horizontally between two metal 
enclosures inside the receiver (i.e., the base inside one box, and the grid 
cap inside the other box)? If so, you have one of the Scott SLR (Super Low 
Radiation) models (can't remember which, but one does have the built-in 
speaker). These were troop entertainment receivers for shipboard use during 
WWIT. The design was intended to reduce radiation from the LO back thru the 
receiving antenna (German subs used to sniff for the LO to find the ships). 


If it's not a Scott, I haven't the foggiest idea what you have :=). 


Walt 


Walt Novinger Real Radios Keep You Warm At Night! 
Collector of hollowstate communications receivers and test equipment 
waltn@earthlink.net wnovinger@shl.com CI$: 73340,2015 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 

From: John Shriver <jas@shiva.com> 

Subject: attenuators for Tektronix P6032 cathode-follower probe 
Message-ID: <199607261440.KAA18166@shiva-dev.shiva.com> 


I was lucky enough to get the beautiful Tektronix P6032 cathode 
follower probe last weekend. It's a work of art inside -- no PC 
board, just tiny circular ceramic terminal wafers. One little 
subminiature tube with the grid lead out the top. (It has a tube, and 
is used with boatanchor scopes.) 


Unfortunately, I only have the 10X and 1000X attenuators. (It has 
very little dynamic range.) 


I'd be interested in finding the 20X, 50X, 100X, 200X, and 500X 
attenuators. They are cylindrical, 3/4" diameter, about 1-3/4" long, 
in a grey plastic sleeve, marked as being for the P6032. 


John Shriver 
jas@shiva.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 

From: "Ray L. Mote" <rmote@rain.org> 

Subject: Back in time... 

Message-ID: <Pine.SUN.3.94.960726141658 .18257A-100000@coyote.rain.org> 


Got a tape in the mail from W8MFL today, chucked it in the player and 
turned it loose. Although I could hear Angie rattling around in the 
kitchen making the cake for my #53, suddenly I was back in that Butler 
building at Camp Hansen, hunched over a GRC-9 with toothbrush and 
cleaning rag, and listening to one of the local stations. 0 Soba, So 
Jo Ri, the one we called "She Ain't Got No Yo-Yo", and a bunch of 
others. Followed by many western numbers missing Vitamin R. Memories 
of Kadena, Naha, Nago, Camp Butler, that nasty sticky red clay/mud, Kin 
Village (and the China Garden Restaurant). Back when real radios had 
tubes, it was 1962, and I still had my youth and that little blue 
pasteboard certifying permission to operate any MARS station in 
KR6-land (but usually at KR6 Mother Hubbard). In those pre-Vietnam 
days, all we had to really worry about were the occasional typhoons and 
waiting for payday (and the end of the 13-month tour). Guess Gary had 
better singers/bands in the bars outside Camp Butler. And always, 


AFRTS and the Pacific Stars & Stripes. Ah, me..... where did the time 
go? 


73.2... Ray Mote, W6RIC <rmote@rain.org> Oxnard, CA 
(Once before, and hopefully soon again, K5FKT -- filed 610V yesterday!) 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 

From: berg stephen erik <z931086@corn.cso.niu.edu> 

Subject: Bug? 

Message-ID: <Pine.3.89.9607261538 .A27473-0100000@corn.cso.niu.edu> 


I am thinking about purchasing a bug since the Hallicrafters TO is busy 
on 2 meters, but have little experience with Vibroplex bugs. I like the 
Single lever paddle model I use with the keyer. Is it that important to 
get one with jewelled bearings, or can I get by with the standard model? 
The only bug I have ever had was an imported piece of junk that wound up 
in a land fill in Mass. Can the experts on this list give me some 
pointers by private e-mail? 


73, 
Steve WA9JML 


Z931086@corn.cso.niu.edu 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: JOHN_SEHRING.parti@ecunet.org 

Subject: C.E. 10 PHASI-TYPE SLICER 

Message-ID: <9607251800.aa04729@pcusa01.ecunet.org> 


The C.E. 10B's Q-multiplier works internally to the slicer itself, 
operating on the IF sig when it first enters the 10B from the rx. It will 
therefore work regardless of which radio it's connected to. (The 10A did 
not have the Q-multiplier. ) 


However, to retain all of the rx's capabilities (e.g. AVC, noise limiter, 
S-meter), you need to use the plug-in AP-1 with the 10A/B. It is a 455 KHz 
IF amplifier that essentially duplicates the rx's last IF stage. 


The 10 needs the have the rx's detector disconnected (too much IF xfmr 
loading -> distortion) & so many functions are thereby disabled. Use of 
the AP-1 avoids this. 


KK 
Has anyone ever seen the AP-*2*x version of this? It's ref'd to in the 
10A/B schematic along with the AP-1. 


Also, same schematic refers to an ‘audio filter' which plugs into the 
remaining socket on top of 10A/B chassis. Did C.E. ever make one? Would 
Wes Schum know? 

wa 
Audio filters are an effective way of getting better selectivity when using 
a phasing-type SSB detector. 


The slicer removes the other sideband (it sharpens the ‘inner' side [toward 
the carrier] of the selectivity curve) giving single-signal reception even 
if the companion rx's selectivity does not. A low pass audio filter 

can then sharpens up the ‘outer' side [away from the carrier] of the 
selectivity curve. 


-- P.S. Am looking for schematic of the AP-1. -- 

kK 
BTW, the 10 lets you listen to both sidebands of an AM signal at once. 
Listening to each sideband separately via stereo headphones, SW stations 
with fading sound like wierd synthetic stereo! Multipath kind of messes 
up the normal phase relationship between carrier & upper/lower sidebands 
so this is what you hear. 


If AM broadcasters used the Kahn method of independant sidebands to get AM 
stereo, the 10 could be used to decode it this way. 


-John Sehring (07/25/96 2:54 pm MT @Baker, Montana) UCC wb2eq¢ 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: JOHN_SEHRING.parti@ecunet.org 

Subject: CE 10B STUFF 

Message-ID: <9607251800.aa04759@pcusa01.ecunet.org> 


I've got the C.E. 10B's schematic {2 diff versions?, 2 pages of 
description, alignment & voltage chart. 


Do you (or does anybody) have a schematic of the matching AP-1 adaptor 
which is just a plug-in IF amp (455 KHz, goes into the back)? (It's not in 
my 10A/B manual). It allows the normal functions of the radio to be 
retained when the 10A/B is connected to it. 


-John Sehring (07/25/96 2:50 pm MT @Baker, Montana) UCC wb2eq¢ 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "John Goller" <k9uwa@cris.com> 

Subject: Collins & Swan? Cabinet available 

Message-ID: <199607262040.QAA07839@darius.cris.com> 


Have a Collins Cabinet cover...fits I think 30-L 1 ?? KWM2 ?? 
measures 6.5 " high 15 " wide 11" deep..with hinged top lid 
Condition is Fair some scratches but not bent.... Also have smaller 
Collins cover 5.5 " high 10" wide 11.5 " deep..same condition 


Holes with Hinged top 6.5 " high 10.5 " wide 11.625 " Deep 
with 4 rubber feet..looks to be in good condition. 


John K9UWA 


k9uwa@cris.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: dma@IslandNet.com (Jan Skirrow) 

Subject: Re:CRT pin outs 

Message-ID: <mQujuxF-000VsZC@comm.amtsgi.bc.ca> 


>Rod Pears is looking for CRT pin outs. If you have a ARRL handbook 
>from the early 50's there is an incredible selection of CRT's, 
>magnetrons and klystrons in the tube section. I have xneverx figured 
>out why they thought that stuff was useful. Were these things super 
>cheap as surplus after the war? 

> 

>Ray Mack 


In the late 1950s I bought a brand new 5BP1 from a mail order surplus joint. 
I think it cost $5 delivered. When it arrived, it was a wonder to my young 
mind. The tube was suspended in what amounted to a tea chest by springs 
connected to canvas cradles holding the tube. It was wrapped in the usual 
mix of WWII tropical protectors. 


Learning how that tube worked, and wiring up various circuits to operate it 
consumed many an enjoyable evening. 


There were many CRTs available at that time on the surplus market, including 
much larger ones. Many hams had one or more lying around, bought with the 


vague intent of building a station monitor or simple scope ... some day. 


Jan Skirrow, VE7DIX 


dma@islandnet.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: Andy Wallace <wallace@mc.com> 

Subject: Re: DRAKE VFOS -- fixing 

Message-ID: <9607262216.AA10961@taku> 


----- Begin Included Message ----- 


From: JOHN_SEHRING.parti@ecunet.org 
Subject: DRAKE VFO'S 


Sometimes, the Drake R-4, -4A, -4B and -4C radios' VFO's get jumpy. 


VFO used in matching xmtrs too.) 


(Same 


I was given (to fix) an old R-4 with this problem. It's *not* caused by 


the nylon gears. They only drive the dial. 


The real culprit is the threaded shaft that is directly connected to the 


tuning knob. The thrust bearing at its back end gets loose. 


It's easily 


adjusted just like the bearing at the back end of a variable capacitor. 


----- End Included Message ----- 
(Reading ancient mail stuck in my mbox again) 


This can also be caused by the grommet in the 

back of the VFO can. My R-4A, my first Drake in 1992, 
had this problem. It was missing the grommet! A trip to 
Radio Snack got a box full of assorted ones and one 

the right size was easily popped in place. No more 
rocking of the slug rod, and no more backlash! 


73, 
--Andy 
wallace@mc.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Richard Post <POST@ouvaxa.cats.ohiou.edu> 
Subject: RE: EVIL RADIO - NOT! 

Message-ID: <A3635ZWKGPFS6X*/R=OUVAXA/R=A1/U=POST /@MHS> 


One of the first things I check with any new BA acquisition is resistance 


between chassis and power cord blades. A primary winding short to the high 
voltage secondary turns the power transformer into an autotransformer with 
the chassis (with its high volt center tap) hot to the tune of 400 volts or 
more at lethal current relative to any grounded device, a good reason for a 
three wire power cord retrofit and fuses. 


Since the transformer was replaced many years ago, did it ever work 
correctly afterwards? Does the set arc with the rectifier pulled? I vote 
with Andy that the first thing to check is a miswired power transformer. 

If you feed one of the low voltages windings with 120 AC in you could get 
serious voltage at the high volt secondary. You could also have switched 
one or both of the plate and filament connections at the rectifier (or 
shorted between the two) which would put high AC at the input to the choke. 


The fault would be similar to a shorted or partly shorted rectifier giving 
some interesting results! (Had a Crosley that had a filter cap explode 
because of AC from a partially shorted rectifier -- while it was playing 
with only a slight hum! To this day, I do not trust 5Z4 or other metal 
tube rectifiers.) 


The transformer high volt secondary center tap is ususally connected to the 
chassis, check with an ohmmeter. This connection may be switched off by 
the receive-standby switch or a bias resistor network may have opened. 


Assuming the center tap is electrically connected to chassis, pull the 
rectifier, connect an AC voltmeter between the chassis and pin 4 or 6 of 
the rectifier socket, (assuming a 5Y3, 5U4 or socket equivalent) and feed 
the radio slowly with low volts from a variac. You should get no more than 
300 to 400 or so volts AC even when the variac is up to 120 volts. 


With power off obviously, check that 5 volt winding for any leakage to 
anything. There should be none. 


If the transformer is wired correctly, no leakge between windings, the 5 
volt winding is not leaking, and the rectifier tube is OK, then this case 
is more baffling. The arcing devices are DC B+ components. That length of 
spark is typically associated with flyback or RF resonant components. I 
doubt RF at this point. An 8 henry choke could cause a good-size flyback 
pulse due to field collapse of DC suddenly being switched off. 


Assuming the problem is flyback effect across the choke, I would disconnect 
the choke, substitute a resistor of proper wattage and resistance, and test 
the radio. Assuming everything else is OK, it should play, perhaps with 
too much hum. I assume that a choke throwing sparks like that has to be 
damaged by insulation breakdown already. The question I still have is why 
is it not arcing to its grounded frame. 


Let us know if any of these suggestions help you tame your bad or miswired 
transformer, your magneto, your Tesla coil.... ;-) 


But please be careful!! 


73, Rich <rpost1@ohiou. edu> 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: w7ni@teleport.com (Stan Griffiths) 

Subject: Re: Evil Radio! (Power Supply debugging) 
Message-ID: <199607262351.QAA22760@desiree.teleport.com> 


Hi Bill, 


I don't mean to criticize your post publically but when someone asks 
questions at this level, we need to be SUPER CAREFUL about how we answer 
them and never assume they "know what you mean" and can read between the lines. 


>Resistance measurements on transformers aren't useful unless you 
>have a schematic for that transformer that gives resistances. Even 
>the resistance on either side of center tap won't be the same 
>because one of the windings (the outer one) is longer than the 
>other. Ah, there should be _some_ resistance, of course. 


You are, of course, talking about end-to-end winding resistance measurements 
and NOT winding-to-winding or winding-to-ground resistance measurements 
which are very significant and useful. 


>across the plates of the 5U4. The 5 VAC winding for the 5U4 
>should be isolated from the other windings, and should show no 
>resistance to ground if you unhook the B+ from the 5U4 pins. 


Of course what you REALLY meant to say is that the 5U4 filament winding 
should show INFINITE resistance to ground rather than "no resistance" to 
ground which I believe can be interpreted as "zero ohms". 


Maybe I should have sent this info to Bill privately but I thought the 
content important enough to get the word out to the list ASAP. If I 
embarrassed you, Bill, I apologize. BTW, I understood exactly what you 
meant. I just wasn't certain a newbie would. 


Stan w7ni@teleport.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Larry Keith <KQ4BY@IX.NETCOM. COM> 

Subject: Eyeball QSO's in the Southeast? 

Message-ID: <31F7D5CF.7A1C@IX.NETCOM. COM> 

Checking the hamfest schedules... 


Jax, Fla, is a no-go.. I waited way too late to get tables.. 


How about Crossville, TN, on 10 August.? There must be some boatanchors 
stashed away on the Cumberland Plateau... 


Or, what's the situation in Huntsville, AL on the 17th? Will Rocket Man 
be at the Rocket City? 


Seriously, if anyone is going to be at those two fests, look me up.. I 
plan to get there early and chase all the bargains... 


73, 

Larry, KQ4BY 

P.S. BTW, Thanks, Jack! 

From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 

From: george.rybicki@lerc.nasa.gov (George Rybicki) 

Subject: Field Strength Meter wanted 

Message-ID: <v01510101ae1e6eae6899@[139 .88.134.25]> 

Anyone have a ME-61/GRC field strength meter they would be willing to sell? 


Thanks George 


All views expressed here are mine and not the offical views of NASA or 
the US Government. 


George C. Rybicki (KE8YX) Photovoltaics Branch NASA Lewis 
Research Center 

21000 Brookpark Rd. MS 
302-1 Cleveland, Ohio 44135 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 


From: "Gary H. Harmon, Jr." <gharmon@txdirect.net> 
Subject: FS: SB-101 Station 


Message-ID: <199607261551.KAA11105@legend.txdirect.net> 
I have a collector's quality Heathkit HF station for sale or trade. 


SB-101 transceiver 

HP-23A AC power supply 

SB-600 speaker (also holds the ps) 
SB-640 remote VFO (rare) 

Black hand mike 

All manuals 


I will ship UPS. 
If you would like more details please contact me directly. 


13% 


gary 
KKKKKKKKKKKKKKKKKKKKKKKKKKKKEKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


x KKKK<<<<<<<<<< TOO many projects, NOT enough time! >>>>>>>>>>>>>>>>x* 


x ---- Pack Unto Others As You Would Have Them Pack Unto You! <----x 

* * 
* Gary H. Harmon, Jr., K5JWK gharmon@txdirect.net * 
* 6302 Robin Forest K5JWK@K3WGF.ELOOTN.#SAT.TX.USA.NOAM x 

* San Antonio, TX 78239-3218 (210) 657-1549 * 


KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Joseph W. Pinner" <kc5ijd@dns1.net-connect.net> 
Subject: FS: mechanical filters 

Message-ID: <199607261535.KAA27472@dns1.net-connect.net> 


I have the following for sale or trade (vintage or mil surplus gear only): 
Collins mechanical filters: 


For the 75A-4: 
F455J-15 (1.5 Kc) $ 155.00 


For the PRC-47 
USB filter 15.00 


S-Line 
F455FA-21 50.00 


All, plus shipping. 


Joseph Pinner 
KC5IJD 
Internet: kc5ijd@net-connect.net 


Joseph W Pinner 

Lafayette, LA 

KC5IID 

EMail: kc5ijd@net-connect.net or kc5ijd@aol.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: "B. D. Hall" <BDHall@ghgcorp.com> 

Subject: Re: FUSING 

Message-ID: <31F7E465.5CAF@ghgcorp.com> 


JOHN_SEHRING.parti@ecunet.org wrote: 


However, S-38 is AC/DC hot chassis type, so a single AC line fuse could 
blow still leaving the chassis hot w/AC & still leave a short to an 
external ground. I don't know what the answer is in this case except for 
an AC isolation xfmr or GFI. 


VVV WMV 


Hi John, this is a good point that I failed to make. Radios like the S-38B 
are wired hot to the chassis, (when you turn on the power, you are 

connecting up the neutral wire) and putting a fuze in the wrong wire won't do 
any good. 


On my S-38B, I replaced the plug with a polarized unit, and rewired it such 
that the ON-OFF switch and the fuse are on the hot side of the plug. (this 
really screwed some things up: I had to move the wires around to get rid of 
excessive hum, but I fixed it and the how and why is a subject for another 
message at another time) Therefore, as long as the outlet is wired properly, 
blowing the fuse removes power from the set, leaving it in a safe 
configuration. (ack, NASA speak invades my e-mail, ugh!) From what I read, 
the ground pin in the electrical outlet and the neutral blade connect together 
at the electrical box, which is why it works. However, not all outlets are 
wired properly and I have checked all of the critical plugs in the apartment 
for correct wiring with one of those little testers with the three bulbs. 
(availible at Home Cheapo or equiv for $5 or so) When my family and I lived 
in CT, we did find several outlets throughout the house that were wired 
incorrectly, so watch out! (and who do you think got the job of fixing them, 
heh heh heh) 


If I am in error or have overlooked something regarding the way I have re-done 
the S-38B, could someone please tell me? My degree is in ME and not EE, and 
my knowledge of house wiring is self taught so I know I don't know 
everything... 


Thanks and 73, 
Ben 


KK II KK IKK KIKI III KK KIKI III KIKI IKI IKK KIKI 
*x Benjamin D. Hall, Houston Texas * 


* BDHall@GHGCorp.com BHall@GP802.jsc.nasa.gov x 
KKKKKKKKKKKKKKKKKKKKKKKKKKKEKKKKKKKKKKKEKKKKKKKEKRK 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Robert Fowle (KC8DBC)" <hammarlund@jacksonmi.com> 
Subject: FWD: GPR-90 

Message-ID: <19960726142700532.AAA211@LOCALNAME> 


heres the scoop on the WJ Ford GPR-90: 
Reply to them, not to me... 
KKKKKKKKKKKKKKKKKKKKEKKKKEKAKKEKKEKREKK 


Subject: Re: att; Ron 
Reply-to: testequipment@falls.igs.net 


Robert, 


The GPR 90 RX is intact, but produces no sound other than band change 
static. The VR tube does ignite. It was made by TMC in their Canadian 
factory (now closed). It is priced at $300.00 Cdn. 


Ron Ford 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: "Robert Fowle (KC8DBC)" <hammarlund@jacksonmi.com> 
Subject: FWD: wanted hq-180/180a 

Message-ID: <19960726023322913 .AAA143@LOCALNAME> 


Please respond to Evan, not to me....Can you help him? 
KKEKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


From: Evan Morris <wordsi@interport.net> 
Subject: Hammarlund HQ-180 


Hello, 


I'm writing to ask your advice -- hope that's OK. I got your name from the 
BA archive, and you seem to be the logical person to ask. I am just getting 
back into SWLing after a 30 absence, and am looking for an HQ-180 or HQ-180A 
simply because I always wanted one but could not, being 15 years old, afford 
one. I am not in any way technically proficient, so I need to find one that 
really works right off the bat. 


Thanks for your time. 


Regards, 
Evan 


Evan Morris 

wordsi@interport.net 

http://www. interport.net/~words1 
Semper Ubi Sub Ubi 

New York City 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: tomrice@netcom.com (Tom R. Rice) 

Subject: Generous offer for rack-mount freaks! 
Message-ID: <199607260100.SAA11156@netcom18.netcom. com> 


In this day of outta-sight rack panel prices, some 
folks might find it expedient to craft their own. 


Back in the Sixties, California Chassis Company published 
a catalog sheet which detailed the precise dimensions 
for these panels and their notching schemes. 


(Do you remember that there were both Western Electric 
and Amateur notchings?) 


I've run off a number of these sheets and will be happy 
to send one to everybody who sends me a simple SASE 
(business size: it's only one sheet). 


It might help to write something on the front of the 
envelope, like "panel" or whatever, but I can probably 
figger it out. 


73 de WB6BYH 


Tom R. Rice 
PO Box 2152 
Livermore, CA 94551 


"Start off every day with a smile and get it over with." --W.C.Fields 
Tom R. Rice 

tomrice@netcom.com 

CIS: 71160,1122 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Wb2byq@aol.com 

Subject: German Military Straight Key 

Message-ID: <960725223806_442223478@emout18.mail.aol.com> 


FOR SALE: 60's vintange Junker Honeff straight key - precision lever with 
micrometer control for gap, unique tension setting, excellent precision feel 
and good collectible. Enclosed in OD color snap-lid shroud with side vends 
and mounted on heavy metal base plate. With orig cord and 2 prong German 
plug, mint condx. $85.00 plus UPS. 

Pete, WB2BYQ (201) 934-0321 or pmalvasi@aol.com. 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: Wb2byq@aol.com 

Subject: Globe Matcher Jr. 

Message-ID: <960726185117_585706334@emout12.mail.aol.com> 


Have a nice Globe Matcher Jr. Model AT3 mini transmatch ca 1959 to match the 
Globe transmitters - this one is like the Globe version of the Heath AT1. Its 
in a small 5 inch square or so hammerton box with green lettering and green 
Globe knobs. The case in good condx altho someone mounted a 1/4 inch phone 
jack on top. On rear is neat little porcelin insulator for the end-fed 
antenna and a so-239 to the tx. 


$50.00 shipped in CON US. 
Pete, WB2BYQ 


reply via private email or (201) 934-0321. My voice mail sys will be down 
from 2100EDT Fri till 1000 Sat. Email at wb2byq@aol.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Larry Keith <KQ4BY@IX.NETCOM. COM> 

Subject: Hold yer nickels on the '59 Heath Catalog! 
Message-ID: <31F7D682.596@1X.NETCOM. COM> 


The '59 Heath catalog is sold... 

Guess I should have kept the darn thing and had it reprinted. 8=) 
Thanks to all that responded. 

73, 


Larry, KQ4BY 
P.S. Thanks, Jack! 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Sieverson, George" <George.Sieverson@HBC.honeywell .com> 
Subject: ID on Collins Mechanical Filter 


Good evening fellow thermionic emissives, 


I recently acquired a Collins 75A-4, which I would like to use with my 
Ranger on AM. One of the items I'm looking for is a 6KHZ....Oops!....1 
mean 6KC mechanical filter of any configuration. (Isn't everybody?) 
These buggers are impossible to find. Where did they all go? 


At any rate, I've played with some of those consumer grade (Toko and 
Murata) ceramic filters and find that they don't do justice to a receiver 
like the 75A-4. A search through my junque box turned up several 

mechanical filters unsuitable for AM and another which I can't identify. 
Can anyone out there tell me about this puppy? 


The filter is marked as follows: 
F 450 Z 5F 7239 
526 9634 050 


I would guess it's for a 450KC IF. Hmmm....so it *might* work on an 
'A-4. (Hey, I'm desperate!) What I can't figure out is it's 
bandwidth..... possibly 500HZ or 5KHZ? Oooh! Oooh! I can live with 
5KC!!! (the excitement builds...) Did Collins ever make a 5KC filter? 


I tried bench testing it with generator and scope, but I it looks like an 
SSB filter with excessive passband ripple. (Ugh!) I tested using the 
typical 120pF "resonating" cap...maybe this is the wrong 


value...or...maybe the filter is broke. I got it for a couple of bucks 
at a hamfest about 15 years ago. Perhaps that should tell me something. 


Any help from the group would be greatly appreciated. Thanks. 


73's George K9GDT 
Barrington, IL 
george.sieverson@hbc.honeywell.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Paul Bock" <pauboc@smtplink.pulse.com> 

Subject: Key recommendation 

Message-ID: <9606268384.AA838406952@smtplink. pulse. com> 


The following is submitted with some hesitation, but....many of 
you Boatanchorites have/use older keys and/or bugs with your BA rigs; 
so do I. However, I prefer to try and preserve most of my older keys 
as "collectibles" and keep them on display, rather than wired to a rig 
(especially a modern "sandbox)", so I recently installed a "modern" 
straight key in the main station so as not to tie up one of my 
collection (I already have a spare J-38 dedicated to the BA rig). 


The new key is a Kent, the standard model with the hardwood base, 
and it sells for $69 plus $6 shipping in kit form. It takes about an 
hour to assemble, and is a very impressive brass-and-wood affair 
which, when properly adjusted, has an impressive feel yet a light 
enough touch for (almost) effortless sending at higher speeds. The 
designer/manufacturer did a really nice job with this one, IMHO. 


73, 


Paul, K4MSG 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: arc5@ix.netcom.com (David Stinson ) 

Subject: MIL / HALLICRAFTERS FOR TRADE/OFFERS 
Message-ID: <199607262151.0AA03104@dfw-ix9.ix.netcom.com> 


Dave Stinson AB5S 
5041 N. Maverick St. 
Las Vegas, NV 89130 
(702) 656-3926 


arc5@ix.netcom.com 
Trade Items Available: 


I found the following items at Flagstaff. 
I got them since they seemed like the 
stuff someone here could use. 

I'd prefer to trade for military radio 
items and accessories like shock mounts, 
connectors, dynamotors, control boxes etc. 


I will also consider best cash offers 
until next friday (2 Aug), plus shipping 
of course. Don't be afraid to 

offer your price. Ask anyone; I'm easy. 


I do reserve the right to refuse any offer, 
and to give preferential treatment to 
people who've been good trading partners 

in the past. 


BC-603-604 Tank Radio Fans: 

Brand New FT-382-A Alignment Adaptor. 

This is an adaptor with battery cables and 
clips that plugs right into the back of 

the receiver and provides power, a voltmeter 
output, switching and complete alignment 
instructions. One sparkling new in the box 
with book, one sparkling new with book 

but no box. 


Drake Fans: 

R.L. Drake R-4 receiver with manual copy, 
extra range crystals and 13.6 alignment 
xtal. Excellent condition. Checked and 
aligned. Tuning knob replaced with 

spinner knob, but KC skirt intact and clean. 


TCS Fans: 

Collins TCS-12 receiver. Clean, good 
physical condition. Antenna connector 
replaced with BNC but otherwise unmodified. 
Not checked for operation but looks good. 


ARR-15 Fans: 
Both HF and LF PTO spares. 
Pullouts...Look good but untested. 


Big Navy Transmitter Fans: 

A couple of those big, round GE crystals 
with the end contacts sticking out of 
the sides. 


Little Navy Transmitter Fans: 
Navy-Marked TDQ transmitter crystal. 
FT-243 holder with TDQ markings. 


Hallicrafters Fans: 

Scarce HA-6 Hallicrafters Six-Meter 
transverter. Matches the HT-37/HT-32 

and SX-101 type stations and puts 

them on 6 meters. With book and 

matching power supply. Top of cabinet 
needs some paint (easy match at Home Depot) 
but front panel in good shape. 

Not tested but looks good. 


J-38 Key, Lionel, clean and complete. 
J-37 Key with leg iron, new. 


MN-26 parts rig and control box. 
(free to whomever will pay shipping). 


73 DE Dave Stinson AB5S 
arc5@ix.netcom.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 

From: "Hal R. Waite" <halwaite@netcom. com> 

Subject: Model 500 Instructograph and 31 Tapes 

Message-ID: <Pine.SUN.3.91.960725220204 .10905A-100000@netcom5.netcom. com> 


The above unit is in beautiful cosmetic condition and works as new. Not 
many people at the Fort Tuthill Hamfest even knew what it was; one newbie 
said that he preferred to use his computer morse program! 


Will sell for $75 + shipping; that's reasonable with all those tapes in 
the original boxes. 


Hal KA4AGFI/7 halwaite@netcom.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Robert Fowle (KC8DBC)" <hammarlund@jacksonmi.com> 
Subject: my web page address 

Message-ID: <19960726164554115 . AAA164@LOCALNAME> 


http://www. jacksonmi.com/hammarlund 


SSSSSSSSSSSSSSSSSSSSSSSSS SSS SSS SSSSSSSS5555=====]-[-> 

Robert Fowle KC8DBC 

The HAMMARLUND Historian 

Ph. 517-789-6721 

1215 Winifred 

Jackson, Mich. 49202-1946 

E-mail: hammarlund@jacksonmi.com 

Web Page: http://www. jacksonmi.com/hammarlund 
HAMMARLUND LITERATURE WANTED 

WANTED: MANUALS FOR ANY MAKE RADIO EQUIPMENT 

SSSSsSSSsSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSSS=======]-[-> 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: arc5@ix.netcom.com (David Stinson ) 

Subject: MYSTERY SIG. CORPS CHEST 

Message-ID: <199607262116.0AA09969@d£w-1ix12.ix.netcom.com> 


Found at Flagstaff: 

A wooden chest, U.S. Army Signal Corps chest CH-158, 
contract date 1944 by General Transformer Co. 

It has padding and supports inside to hold something 
square. Does anyone have any information? 


Thanks, 
Dave AB5S 
arc5@ix.netcom.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 

From: afpgreg@state.me.us (Paul V. Gregory) 

Subject: NC300 w/ NC VHF Converters & NC Spkr 

Message-ID: <199607252040 .QAA27244@gatekeeper.ddp.state.me.us> 


Ahoy, 
Reluctant sale. All very nice. $350.00 FOB midcoast Maine. Email for 
more info. 


My email address: afpgreg@state.me.us 
tnx de KB1A0C, Paul 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: lstolz@tekelec.com (Lynn Stolz) 

Subject: Need a tube shield 

Message-ID: <9607261237 .AAQ2485@london.oh.tekelec.com> 


BA Folks, 


I need a tube shield for a recently acquired HQ-110. It is one of those 
"pop-on" ones common to all the HQ series as oppossed to the bayonet type, 
of which I have a zillion. 


It is to fit over the 12AX7, which would mean it is the 9-pin size. 


If anyone has an extra, I'd be willing to trade 2 for one of my other tube 
shields--even have a couple of the black IERC (sic) ones. I'd even buy one 
outright. 


I traded my AN/GRC-109A radio set for the HQ-110. Had a bit of trepidation 
regarding it, but after a little TLC and a new 6AZ8, it works as well as it 
looks. It was a bit of downsizing, but these old Hammarlunds seem to call 
out to me--- {t ake me hom et ---as I walk by at hamfests. My first 
receiver with a BFO was an old HQ-140 that was the mainstay for WN8UFM back 
in 1966. 


Thanks, 


Lynn Stolz, N8AJ_ -- lstolz@tekelec.com. 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: KB9KOL@aol.com 

Subject: Need FT-901D Part 

Message-ID: <960726091046_442477197@emout17.mail.aol.com> 


Need to replace the multi-tapped, toroidal coil located just below the 
finals. Looking for someone who has a deceased Yaesu 901D available for 
organ 

donation or for someone who knows what the proper replacement toroid 
(Amidon???) would be. The toroid is approximately an inch and half diameter 
and 5/8" wide and appears red in color. While I'm at it, I may as well 
mention that I am also dealing with damage to Rectifier C unit and Rectifier 
A unit modules. While these may be repairable with off-the-shelf components, 
if any one has any of these laying around and would like to part with them, 


please let me know. Any help or suggestions would be greatly appreciated. 


73's Bill Nickrand KB9OKOL 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: "Roberta J. Barmore" <rbarmore@indy.net> 

Subject: Re: OT CW 

Message-ID: <Pine.SUN.3.91.960725134625 .17850C -100000@indy2> 


Hi! 


On Thu, 25 Jul 1996 JOHN_SEHRING.parti@ecunet.org wrote: 

[Lots of good stuff about raiotelegraphy deleted] 

[...] about 1989 or 1990 being invited by a railroad fan 
to witness a nation-wide hook up over xtelegraphx lines of a network of 
telegraphers. [...] Hundreds of telegraph staions were connected 
simultaneously in a giant party line (by Western Union?). 


VV VV 


Used to be WU, though I think now they just get lines from AT&T. This 
is traditionally done on Samuel F. B. Morse's birthday, if I remember 
right. It's quite a thing! (WU was doing data lines for awhile, and I 
still stumble over a WU microwave link when working for LPTV stations atop 
tall buildings, but mostly it looks like they're just in the "wiring 
money" biz. Don't see 'em in the Yellow Pages under "Telegrams," though 
there are a couple outfits listed). 


> Old style mechanical telegraph sounders were used for rx. Some of the 
> participants were extreme OT's (pushing 100 in years). I was told it might 
> be the last time for this. [...] 


Last I heard, aside from Morse day the landline telegrapher/hobbyists 
were using direct-connect modems and a simple interface to run the sounder 
& turn the keying into data. There were at least a couple dial-up 
"nodes," rather like BBSs but run completely with landline Morse, where 
others dialed in & chatted. So even landline is still around. 


I xlikex CW; I've encountered the shore stations so many times I can 
usually recognize them before they sign, just from CW speed and "style." 
(The fist o£ whoever punched the tape or did the computer program, I 
'spose). The HF bands would be a much emptier and sadder place without 
them, even if about all they're doing now is trolling for business 
(AMVERS? QSX 4 6 8 12 22 MHZ DE WCC WCC...VVV DE WCC WCC...). 


...I always tell the smug young smart-alecs that it's the only digital 
code directly readable by human beings--that sets 'em back for awhile! :) 


(Where's ol' Dixie Jones, or at least his shade? We need an "Owl Juice' 
on this topic!) 


73, 
- -Bobbi 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: "Ray Perrin" <ray@pwgsc.gc.ca> 

Subject: Parts available 

Message-ID: <vines.+lw7+u+9ylA@otts24.ncr.pwgsc.gc.ca> 


Gang, 
I recently obtained a couple of parts that may be of use to someone. 


Hammarlund SuperPro SP-600 logging scale dial. When facing the receiver, this 
dial is on the right hand side. As-new condition. 


Bandswitch for Collins 32V-2 / 32V-3. New. 
If you need either of these, please reply by e-mail or telephone. 
73, 


Ray Perrin, VE3FN 
ray@pwgsc.gc.ca 
819-775-7049 (office) 
613-747-1173 (home) 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "James C. Owen, III" <owen@apollo.eeel.nist.gov> 
Subject: Parts Source 

Message-ID: <55793.owen@apollo.eeel.nist.gov> 


Guys--I just found (received catalog) of a company I didn't know about. It's 
not that they have anymore items than ALLIED RADIO or better prices even, 
though the prices are very fair, it's that they have the most BEAUTIFUL and 
INFORMATIVE CATALOG I have ever seen. EACH item is shown with a COLOR 
picture, so there is no doubt what the part looks like, and usually has a 
dimensional layout as well so you will know its size. How many times have 
you seen in a catalog, a color picture of each type of coaxial cable 
(RG-58---RG-58---etc) including a description of its dimensions, capacity, 
max voltage DC, max RF voltage and Attenuation at 100Mhz and 1000Mhz ? It 
even tells what type of wire striper to use and what type connector to use 


gives conversion charts and even how to read the color codes of 4,5 & 6 band 


resistors. They even tell what type use each capacitor (Ceramic, 
Polyphenylene etc) is best suited. They do have a minimum order of $25.00 + 
a $3.00 service charge if you use VISA or MC but in my book that is no 
problem. This is THE catalog that will be on my desk for reference. I would 
suggest that each of you that does any building/restoring request a copy. 


Farnell Components 
102 Corporate Boulevard 
West Columbia, SC 29169 


Sales Phones: 
1-800-718-1997 
1-800-718-1998 FAX 


73 Jim KACGY 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Andy Wallace <wallace@mc.com> 

Subject: Pig Pen's AR-88 continued 

Message-ID: <9607261205.AA10686@taku> 


Well, the engine degreaser seems to have taken the 
most of the gunk off the chassis. I laid the AR-88 

on its side and sprayed, and followed that with 

a brush. It took some time to get the stuff off. 

It looks like the electrolytic leaked over just the 
back apron and the left part of the chassis, and 

dust settled on the film, leaving quite a nasty sludge. 


I am a little worried about residue from the degreaser, 
but I followed that up with some tuner cleaner. The 
nomenclature on the chassis was unharmed by the 
process... But if I have problems with alignment, 

I know what is causing it! 


I didn't realize the front panel is engraved. That 
is nice. 


This weekend I will probably go over the front 
panel and knobs, and try to get some more film 
off the chassis. A schematic and manual (though 
for the AR-88-LF version) is on the way. Once it 
arrives I can check things out electrically and 
replace the electrolytic with a pair of discrete 
caps.... 


13% 


--Andy 
wallace@mc.com 


P.S. I seem to have had an internet outage yesterday 
morning, so if you sent me some email and haven't heard 
back, please resend, or else give me the condensed version! 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: JOHN_SEHRING.parti@ecunet.org 

Subject: PIG PENS 

Message-ID: <9607251300.aa19210@pcusa01.ecunet.org> 


What exactly is the goo inside of electrolytic caps? 


I had one blow and it oozed all over the chassis & even the front panel. 
It corroded the chassis & took paint & lettering off front panel. 


What's a good antidote to this stuff? 


-John Sehring (07/25/96 10:12 am MT @Baker, Montana) UCC wb2eq¢ 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Joseph J. Curry" <71407.1774@CompuServe. COM> 

Subject: Plug Needed for #19 Wireless Set 

Message-ID: <960726172718_71407 .1774_FHV50-1@CompuServe. COM> 


Greetings to All: 


Last night I had a QSO on 75 with a local ham who was trying out his #19 
Wireless set. Amazingly enough, I was able to copy his few watts into a short 
length of wire. The problem is he does not have the right connector for the 
microphone and is getting some rf back into the audio circuit. 


Knowing that there are not only BA lovers here, but a special breed of olive 
drab BA lovers, I thought I'd put out a posting for this connector and see if I 
can find him one. He is not yet a subscriber to Boatanchors and I am sure this 
will fire up his interest in our group. I told him I have never been 
disappointed with the reseults of my requests. I didn't always get exactly what 
I asked for, but always received good alternate suggestions to solve the 
problem. 


The plug is question is the twelve (12) pin job that plugs in to connect the set 
to the control box. He assures me that all familiar with the set will know 
instantly of which he speaks. By the way, even with the rf in the audio, it 
didn't sound all that bad. 


Please respond to me via e-mail at: 
71407 .1774@compuserve.com 
Tnx es 73, 


Joe 
K3ICO 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 

From: dt@artscience.scotborders.co.uk (David Topham - Arts & Science) 
Subject: Re: Plug Needed for #19 Wireless Set 

Message-ID: <199607261758.TAA10960@sun. scotborders.co.uk> 


Joe K3ICO said: 


>Last night I had a QSO on 75 with a local ham who was trying out his #19 
>Wireless set... ...even with the rf in the audio, it 
>didn't sound all that bad. 


This is a pity. An authentic WS #19 should sound terrible. Perhaps the 
proper connector will reduce intelligability to the correct R2 level. To 
reach this level you must also use Microphone Hand No 10. Accept no substitutes. 


I hope the right stuff turns up tho :-) 


Cheers, David GM3WKB dt@artscience.scotborders.co.uk 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Wb2byq@aol.com 

Subject: RARE SUPREME TRANSMITTER 

Message-ID: <960725224016_442223497@emout10.mail.aol.com> 


SEEKING OFFERS BY AUG 1 - SUPREME AF-100 Transmitter (see Electric Radio no. 
82 - Feb 96. Only 5 known to exist. This one is vy good condition and came 
from orig owner to me recently. WI11l consider trades for very early 
telegtraph gear (pre 1880) or spark/wireless keys or equipment, or cash. 


Pete, WB2BYQ (201) 934-0321 or pmalvasi@aol.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Paul Bernhardt <bern@ppdu.nrl.navy.mil> 


Subject: Re: Return From England 
Message-ID: <Pine.A32.3.91.960725211906.34531A-100000@ppdu.nrl.navy.mil> 


On Thu, 25 Jul 1996 Dmpetrich@aol.com wrote: 


Paul, I am Dennis petrich, KOEOO. I get over to england on occasion and 
would like the address and phone number(if you have it) for the store in 
Blackpool that had the BA gear. Thanks in advance!!! 73's Dennis 


VVV Vv 


Dennis and Other BA Collectors, 
While in England, I visited the following sources of manuals, valves, 
and equipment: 


Valve and Electronic Supplies (Chevet Books) 

157 Dickson Road 

Blackpool FY1 2EU 

Phone: (01253) 751858 (Call day before for best inventory) 


Technical Manuals from Bently 

27 De Vere Gardens 

Ilford, Essex IG1 3EB 

Phone: 0180-554 6631 (East London Home Location, Some Radios) 


Colomor (Electronics) Ltd. 

170 Goldhawk Road 

London W12 8HJ 

Phone: 0181-743 0899 (West London - Lots of BA stuff and Valves) 


Good Price Quotes for British Valves: 

Wilson Valves 

28 Banks Ave. 

Golcar, Huddrsfield, 

West Yorks HD7 4LZ 

Phone: 01484 654650 (Didn't Visit - Mail Order Mainly) 


Cheers to All, Paul Bernhardt KF4FOR 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: n5off@w5ddl.aara.org 

Subject: Save the Boxes 

Message-ID: <426024@w5ddl.aara.org> 


I know whenever I buy a new piece of equipment, I always save the 


box, in case I need to ship it or wish to sell it, 


Well, I saw a piano in an old house in Natchez, MS today. It 
was from 1840, and they had the original box!! Saw it right 
there in the attic, a piano shaped crate from 1840! 


Whew! ! Would that make it NIB? 
73 de tom 


Still Wanting: BC-348 New Condition 

Keeper of Collins receiver contract data for BA. 
Reply to: n5off%w5ddl.aara.org@usl.edu 

Phone 318-989-3430 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Gary H. Harmon, Jr." <gharmon@txdirect.net> 
Subject: SB-101 Station SOLD 

Message-ID: <199607262320.SAA17312@legend.txdirect.net> 


Thanks to all who responded. The SB-101 station has been sold for $335 shipped. 
Very best 73 to all, 
gary 


KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKAKKKAK 
x KKK<<<<<<<<<<< TOO many projects, NOT enough time! >>>>>>>>>>>>>>>>x* 


x ---- Pack Unto Others As You Would Have Them Pack Unto You! <----x* 

* * 
* Gary H. Harmon, Jr., K5JWK gharmon@txdirect.net * 
* 6302 Robin Forest K5IWK@K3WGF.ELOOTN.#SAT.TX.USA.NOAM x 

* San Antonio, TX 78239-3218 (210) 657-1549 * 


KKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKKK 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: Paul Thekan <Paul.Thekan@pgtp.varian.com> 

Subject: SCR 583 Need Info. 

Message-ID: <2.2.16.19960726070423 .29573aa4@pgtp.varian.com> 


Hello all 


I recently got some equipt. that I believe is p/o the SCR 583. 
What I got was: 


FM 73. shock mount 


FM74 Frame that shock mounts on 
PE 152 Dynamotor 
PE 154 Power converter 


I know nothing about the SCR 583 or even what the radio looks 
like. This is a new one to me. Any help would be appreciated. The way the 
frame is set up with the dynamotor nested in it and this power converter it 
almost looks like a cousin to the SCR 284. 


Thankyou 
Paul N6FEG 


Paul Thekan - Speaking for Himself 
Paul. Thekan@pgtp.varian.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Lrware@aol.com 

Subject: Setting up a home design or repair lab... (long) 
Message-ID: <960725214531_164379681@emout18.mail.aol.com> 


>From time to time I have been asked about test equipment and what 

to buy. What follows is a combination of my thoughts on the matter, 
information lifted from sources I consider execellent, and the wisdom 
of a number of other BA members. Those of you who look only for the 
latest "for sale: rare old radio, cheap" posts should press your delete 
keys now... 


The ready availability of high-quality used test equipment is the key 
to an affordable home lab. Clearly, serious circuit design or repair 
requires high performance instrumentation. . 

The saving grace is that this equipment can be five, twenty, or even 
thirty years old and still easily meet measurement requirements. 

The fundamental measurement performance of test equipment has 

not really changed much. Modern equipment simplifies the 

measurement process, offers computer capability, smaller size, etc. 
It is vastly more expensive than used equipment. 

As someone who owns a fair amount of it, and regrets it, I can 

tell you not to waste your money on cheap foreign test equipment 
unless you absolutely have to. :-( 


A Tek 454 150 MHz scope is freely available on the surplus market 
for about $150. A new scope of equivalent performance costs 

10 times as much. Older equipment offers another economic 
advantage, it is far easier to repair. 


The particular requirements of analog design and repair combined 


with the current market sets guidelines for the home lab. In general, 
instruments designed between about 1965 and 1980 meet most 

of the criteria. Many people including me love older almost antique 
insturments, I just don't believe mine very often... :-) 


Everybody has their own prejudices about instruments, 
here are just some of mine: 


Oscilloscopes: 

Tektronix scopes are my favorites. Brilliantly conceived and 
stunning in their execution, they define excellence. 

Types 547 and 556 are magnificent machines, built to last forever, 
easily maintained, and a privilege to own. 

The Tek 453 and 454 portables are also very nice, bandwith to 

150 MHz, smaller size, but no plug-in capability. 

Tek 7000 series (1970's & 1980's) feature very high performance 
but have custom IC's that may be very hard to locate. 

The price performance ratio is almost irresistible. 

A 500 MHz 7904 with plug-in's costs less than $1000 today and 

the price continues to drop. 

(The 7000's are my personal downfall, I own two now, and 

a bunch of plug-ins. I am always looking for another great deal... :-) 
My wife thinks one ought to be enough for anybody... :-) 


Other scopes worthy of mention include the HP 180 series, 
and the portable 1725A. (Nice scope for a HP.. :-) 


Sig. gens.: 

A lab needs lots of signal sources. The HP 200 series oscillators 
are excellent, cheap, and easily repaired. 

The later versions are solid state, and quite small. 

At high frequencies the HP 8601A sweep generator 

is a superb instrument, with a fully leveled output to 100 MHz. 
Function generators are useful, and the old Wavetek 100 series 
are easily found and repaired. For high power output, the HP214A 
is excellent, although not small. 


Voltmeters: 

DVM's are an area where I like modern processor driven electronics. 
(Watching for grid dips, AVC levels, and other changing DC signals 
is my only exeception. :-) 

The Fluke handheld DVM's are so cheap and work so well 

they are irresistible. I like the 8050A myself. 

For AC I like true RMS voltmeters that utilize thermal converters. 
These are special purpose instruments, but when you must measure 
RMS they are indispensable. The HP 3400A has been made for years 
and is easy to find. This unit gives good accuracy to 10 MHz. 

They all look the same, but try to avoid the early units with 


photochopper circuits. 

The HP 3403C goes out to 100 MHz, has higher accuracy, 

and an autoranging display. This is an exotic, highly desirable machine. 
It is also harder to find, more expensive, and not trivial to repair. 
The HP 400 series is a wonderful BA type of AC meter, 

not true RMS, but with 600 ohm input and good to 4 MHz, 

I like them a lot. 


Counters: 

The little 5300 series are very good general purpose instruments. 

The older 5245L is larger, but has an extensive line of plugins available. 
The 5245L is my personal favorite. One of them slaved to a WWVB 

reciever is my shop standard. 

Available for less than $100 in many cases, 

with wonderful NIXIE displays. 


Other things every home lab needs: 

An understanding significant other... 

A workshop dog to keep your feet warm. 

A good supply of new and used components. 
A couple of GOOD soldering irons. 

Several good linear power supplies. 


OK, I've run off enough for one night, and I'm going to stop before 
Jack pulls my plug... 


-Larry Ware 
lrware@aol.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 

From: John Kolb <jlkolb@cts.com> 

Subject: Simpson 269 

Message-ID: <Pine.SC0.3.91.960725222435 .15850B-100000@sd.cts.com> 


Just picked up a beautiful Simpson 269 VOM - the 100 Kohm/Volt 
model with the LARGE meter. Without a manual, of course. 
Can anyone tell me what batteries I need in this? There 
are holders for a large battery, a D cell, I assume, and 
a smaller battery, probably rectangular, with terminals 


out each end. 


Available for sale or trade. 


John Kolb KK6IL 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 

From: Pete McCollum 25-Jul-1996 1958 -0600 <mccollum@ssdevo.ENET.dec.com> 
Subject: T-23/ARC-5 

Message-ID: <9607260158.AA22729@us3xrmc.pa.dec.com> 


I have some questions about the T-23/ARC-5 VHF xmtr. 


1) It has two 1625's and two 832A's. Isn't a 1625 rather big for a 
crystal oscillator? Why not use a smaller, cheaper tube in that role? 


2) I know that a 5555.555 xtal would be used to hit 100.0 mc on channel A 
(18X multiplying total). What is the multiplication of each stage? 

That is, what freq would each of the four tanks be tuned to (the last is 
of course 100.0 mc)? 


3) Has anyone ever put a T-23 on the air? How well did it work? 


4) Could anyone send me a schematic or a manual copy? I would be glad to 
reimburse costs. 


Thanks in advance, 
Pete 
mccollum@ssdevo.enet.dec.com 


trying to collect info on clandestine radios - contact me if you have any... 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: mack@mails.imed.com 

Subject: Tek History 

Message-ID: <9606268383 .AA838396610@mails.imed.com> 


I finally got around to reading my June copy of ECN ( an electronics 
trade paper). There was a nice short story on the early history of 
Tektronix and even had a picture of the founders with a Tek 511 from 
1947. I am going to write to the publisher to get permission to scan 
it, do OCR on the text and copy the picture. e-mail direct if you 
would like a copy assuming I get permission (can't imagine not getting 
permission). 


If Jack agrees that it is of interest to the whole group I can post it 
to the list (ought to be about 3K of text) or we can put it in the 
files area. 


Ray Mack 
WD5IFS 
mack@mails.imed.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: tomrice@netcom.com (Tom R. Rice) 

Subject: Thanks for HRO answers 

Message-ID: <199607261915 .MAAQ1580@netcom23.netcom. com> 


O.K., the HRO S-meter (really R-meter) switch question 
seems to be answered. I'll actually have to go see 
one in action now! 


Thanks to all who took the time to answer.... 


73 de WB6BYH 
"Start off every day with a smile and get it over with." --W.C.Fields 
Tom R. Rice 
tomrice@netcom.com 
CIS: 71160,1122 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: "Mark Glusker" <glusk@mechcad3.engr.sgi.com> 
Subject: Trade: National NC-101X 

Message-ID: <9607260903 .ZM13117@mechcad3.engr.sgi.com> 


I have a National NC-101X, S-meter version, good cosmetics, complete and 
apparently all original and unmodified, but not working. With a 
non-original speaker. Detailed descriptions and photos available on 
request. 


I would like to trade for any of the following items, in order of 
preference, with cash +/- to balance the deal: 


1) Electromechanical 4-function calculator, like a Monroematic or a Friden 
STW or SRW. These are the size and shape of a large electric typewriter 
and make the R390A RF-deck look simplistic. Any information or anecdotes 
about these machines welcomed (by e-mail, not to the list!) 


2) CV-157 sideband adapter. From all reports, another must-have 
mechanical monstrosity. 


3) Drake R4B with a clean chassis, or perhaps just the ever-elusive AM 
filter for my Drake RAC. 


Any leads on where to find items 1-3 will be appreciated! 


Regards, 


Mark Glusker, glusk@sgi.com 
in San Mateo, 20 miles south of San Francisco 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: rmorgan@us.edu (Robert Morgan) 

Subject: Upcoming post of books for sale 

Message-ID: <19960726190004876.AAA63@CLE-01-00.show.net> 


UPCOMING POST OF ITEMS FOR SALE 


I have an extremely large collection of radio related books, magazines, 
catalogs and other printed material which I've been collecting since 1976. 

I estimate that there are over 2000 pieces to this collection, including all 
the radio and ham magazines. Due to space problems, a need to focus my 
collecting, and the immediate need for a little cash, I've decided to sell 
off some of it. I'll continue to collect, but my concentration will be in 
the area of radio histories (currently have about 125 volumes about radio 
history) and my particular interest, Hiram Percy Maxim and the Maxim 
family. I'm always interested in trades, especially for the above types of 
books and printed matter. My BA collecting is more or less limited to what 
I find that interests me, but I am looking for a Kenwood TS-511s in any 
condition. 


I'm sensitive to the concerns of BAers about proper procedures for buying 
and selling and having been both a buyer and seller, I feel my method is 


fair. I believe my prices are extremely fair, too. It is my intent to be 
as honest and as fair to fellow BAers (and everyone else) as possible. All 
items may be returned if not acceptable for any reason. All I ask is that 


the buyer pay for return shipping. I try hard to describe significant 
defects and features, but I'd be happy to answer questions. However, I 
think the "first offer gets it" policy is the fairest and I will adhere to 
it. So, please, understand that if you write for details, I'll be happy to 
respond, but I WILL accept the first "I'll take it" message. My prices 
will INCLUDE shipping by UPS or post office. I'd be happy to entertain 
suggestions for improving my approach to selling these items. 


I'll be posting lists from time to time, but it'll take me a while to 
catalog it all. Upcoming categories include ARRL handbook, callbooks, 
magazines (both old radio and old ham), technical books, juvenile radio 
fiction, ARRL materials, and etc. 


In an attempt to give everybody a chance, I'll post an announcement like 
this one indicating an upcoming posting of items for sale on Fridays, but 
I'll actually post the list of items on Saturday evening. I can't promise 
that I'll post an announcement every Friday, but at least I'll give advance 


warning. I'm assuming that most BAers can check their email on weekends 
more freely than on weekdays. 


Please, no phone calls. We have several family members either in the 
hospital or just recovering from hospital stays and we need to keep the line 
open as much as we can. 


THE FIRST LIST WILL BE POSTED SATURDAY EVENING, JULY 27, 1996 and will 
consist of early technical radio books and books by Ghirardi. 


Comments welcomed. 


Bob Morgan, K8RBV 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: hagelin@magi.com (Richard Brisson) 

Subject: Re: Vintage Radio Collections 

Message-ID: <199607252245 .SAA05772@istar.ca> 


Good people of BA-land: 


I have had a number of private emails aside from the subsequent postings. 

Some expressed interest in being kept informed as to how this will all unravel, 
some offered some pretty amusing suggestions, and some were downright 
concerned about the true worth of the collection as $75,000 USD seems pretty 
steep for any collection. In fact, one member expressed that he had a 

a really "bad feeling about this one" and given from whom it came from, I 
definitely respect that opinion ! However, based on the one visit, it is my 
impression that the owner appears to be an honest man. 


In my mind the true worth will be whatever agreed price prevails. 
However, many have suggested that if the collection is in fact worth 

that much, then the best route to follow is that of an auction which I 
emphatically agree with. An auction would take care of shipping headaches 
amongst other problems. Another good suggestion was to pick out names of 
major collectors or auction houses which advertise in ARC (Larry Drago 
comes to mind) and give those to the owner. 


The only thing I will say about the $75,000 price tag is that this was 

what the owner thinks his collection is worth. I wish I could comment 

more assertively on the price; I only have very marginal expertise in BA and 
other vintage radio (my area is crypto gear and related equipment) and most 
of all do not have the desire to analyze this to a fine granularity nor the 
desire to purchase it (too much money if it's in the 5-digit range and no 


room left in the basement !). 


>From what I have been told, the owner has repaired and maintained most of 

the radios which he has acquired. He has never sold any although he did 
"donate" some to the Science and Technology Museum here in Ottawa. He told 

me the story of an American collector who looked at his collection last year; 
his visitor pointed to three radios and said he would be willing to offer 

$75 for them; the threesome included a catalin Crosley ... I guess I could 
have omitted the fact the visitor was American but it makes the story accurate 
(to me, the ratio of honest/dishonest people in the States is the same as in 
Canada) . 


To try to achieve a better appreciation of what this collection is worth 
might be to publish the entire inventory and take it from there. If I am 
able to get 

a description as to the entire collection, I will inform the list and will 
forward it to those interested for their comments. As the balance of the 
collection is mainly made of up of non-BA items, I believe it would be 
improper to post it. Enough BW on this one for now and back to good 

old technical details on BA's ! 


Thanks to the many for their very good advice, guidance and caution on 
this one, 


Richard. 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: Paul Thekan <Paul.Thekan@pgtp.varian.com> 

Subject: WTB Heath AT 1 parts 

Message-ID: <2.2.16.19960726065307 .29575564@pgstp.varian.com> 


Hello all 


I have a friend who has a AT1 in need of a couple of parts to 
complete it. He needs the front panel meter and the Plate/Grid lever type 
wafer switch. If you can help , please Email me and I will get the info to 
him , he is not hooked up the BA. 


Thanks much 


Paul N6FEG 


Paul Thekan - Speaking for Himself 
Paul. Thekan@pgtp.varian.com 


From boatanchors@theporch.com Fri Jul 26 19:34:09 1996 
From: W9QJE@aol.com 

Subject: Xtal freqencies for firebottle rig 

Message-ID: <960726151257_164911270@emout16.mail.aol.com> 


I recently got a nice Hallicrafters HT-40 transmitter from Gary, W7FG, 
and its just about ready to go on the air. However, I got no VFO and 
before I order some crystals I thought I'd see if someone has some 
recommendations about what frequencies to get. Crystals aren't cheap 
these days so I'll probably only get a few at this time. I have to 
stay out of the extra class cw frequencies but anywhere else is ok. 

My cw technique is a tad rusty so maybe I should hang out where the 
code goes slow. Any suggestions appreciated. 


Tnx de Stan = W9QJE 


W9QJE@aol.com 


From boatanchors@theporch.com Fri Jul 26 08:33:20 1996 
From: Rob Frans <fransr@iserv.net> 

Subject: Xtals...for DX-40... 

Message-ID: <31F7F7F9.5C47@iserv.net> 


I just acquired a Heathkit DX-40... great unit, but no xtals... 
Does anyone have any xtals within the General Bands 80/40/20/15/10m 
that they would be willing to sell? 


Thanks, 
Rob 
KC8BAP 


